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OXC-2384 
Copy J£- of h 

5 October 1901 


Attention i 


Gentlemen: 

Reference is made to your letter S -20, 230, dated 20 September 1961 
requesting approval to work electro nic technicians an d machinist overtime 
in the performance of Contract No. 


You are hereby authorised to make overtime use of technicians and 
machinists for temporary periods of heavy work load whenever in your 
Judgment such overtime work is necessary for timely performance of the 
contract and in the Government’s best interest. 

Very truly yours. 


Contracting Officer 
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